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1. The following items were delivered to the Allunion-ilashino-Iraport in Uosccot- 
Kuybisheva-21 in April 1950: 


Deliveries by tho AEG Plant in Treptcnv (U 53/Z 75) s 

a. 2 hit overload circuit-brealcers III Eilsbr 380 volt working voltage 
with two thermal relays 280/I1OO As three msxizam relays 
1000/2500 Aj each 503 ESI east. 

b 0 137 overhead high capacity current switches using little oil 
and having three pole terminals (dreipolige oolarne Freiluft- 
HocKLeistungs-Stroenungssclialter) j type FS 600, nem-inal vol- 
ta ge 35 kv, minimum and maximum voltage limit 28 to L0.5 kv, * 5 

nominal current intensity 600 A, nominal breaking capacity 
LOO UVA, nominal breaking frequency 50 cycles per seconds each 
12,100 DU east 

2 0 Deliveries by the plant for transformers aid high-tension switches in Berlin- 
Oberschoeneweide ( M 53/2 9L)t Four pressure gas switches CPF 1507 - 
HO/oOO n HFV 56o8— 5 1 and. four control valves V!T 1 » 9/20 PI 273010* 
3L,350.00 TS1 (east) apiece. " 3 

Deliveries by the Eageoa Plant in Erfurt (II 5l/j 36) included eight one- 
spiral classifying apparatuses ( Unspiralen-Klassierer) , 1,200 nm in dia- 
meter, price 119,618.00 Hi (east). 

ho Deliveries by the Polysius Plant in Dessau (U 52/E 17)s Four smoke valves 
(Rauchventile) 1,000 mm in diameter for 87,665.1$ DU east. 

5. Deliveries by the Zwickau Engineering Works in Zwickau (II Sl/K 3L)s 

a. Ten multi-stage glass flask compressors for compression of oxycen 
(model 3S 30)j each 3ii9»L50»ll EU east. 

b. Eight multi-stage glass flask compressors for compression of oxvaen. 
(model 3S 25) | each 210,232.1)8 ESI east. 
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> Deliveries by the Abas Schrcolktlden Crane Construction Plant in SchmaL~ 
kalden (“ Sl/SI 84) * 

a 0 Four electee bridge cranes carrying capacity ID tons, width 
of span 20 sisters, lift height 10 rotors | each H7,756eBO JM 
east* 

b* One electric bridge crane, 5 tons, width of span meters, 
lifting height 10 motersj one electric bridge crane, 10 tons, 
r/idth of span 25 meters, lifting height 10 meters 5 two electric 
bridge cranes, 15*3 tons, width of span 23 meters, lifting 
height 1C meters, each l£.0,039*20 HI east* # 

HHH 0 emment « Compared with the corresponding Soviet Zone production the 
Txs^e3^!a!3KFeries represent considerable amounts* The specified iteaas add 
ux> to the folloiring sums* 


&o lligh-c ap aci ty^iirr^en Ww/itcbes (AEG) 
bo Overload circuit breakers (ASG) 

Co Pressure gas switches and valves (Obersehoene- 
TOide Plant 

do n Ausrichter (Klassierer)” (Folysius Plant) 
e* Smoke gas valves (Polynius Plant) 


1,613,000 HI east 
Uj2,000 HE east 

137.000 JML east 

120.000 JM east 
^ 03 t QOO EM egist 


to Glass flask compressors (oxygon compressors) 

(Zwickau Plant) 5*167,000 JM oast 

go Electric bridge cranes (Abus Plant) 9lj5,000 JM east 


The following production of corresponding items was scheduled in the 19l$ 
Soviet Zone production schedules 

Value of scheduled production 


a« and b c Heavy current switches and circuit 

brewers 3.7 million JM east 

do f, Ausrichter (Klassierer)" (Screening apparatuses 

or classifying apparatuses) 6*9 million JM east 


c.and Oo Valves and measuring instruments 18*0 million Ui east 

^u76^miIiion lifi east 

The shipments of the special items a through e bound for the U*S*3«It* 
therefore represent about 9° percent of the total monthly output* A stil3 
higher percentage would remit t. if the individual item were specific. 


to annual production of lifting apparatuses worth 7h*9 million W east 
la scheduled in the 1?1'9 production plan* This figure includes about 
40*6 million Dll (east) worth of bridge and traveling cranes. The electric 
cranes delivered in April therefore represent more then 25 nercent of the 
total monthly production of the Soviet Zone of Germany* A ipi# production 
value of about 9 million HI least) was provided for compressors. The 
oxygen compressors mentioned in paragraph 5a amount to 57 percent at the 
annual compressor production. 
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